1/22/2019 


Sibyl System Ltd - Company Profile - Endole 



Search 


la 


Sibyl System Ltd 


2E Parkinson Road, Liverpool, Merseyside L9 1DL 

ACTIVE 

Last Updated: 19 Dec 2018 

Private Limited Company with Share Capital 

Company No. 11634005 

OVERVIEW PEOPLE & CONTACTS FINANCIALS CONTROL & OWNERSHIP CREDIT RISK COMPETITION 

Overview customise tiles 


Key Data 


Sibyl System Ltd is an active company incorporated on 22 October 2018 with the registered office located in 
Liverpool, Merseyside. Sibyl System Ltd has been running for 3 months. There are currently 1 active director 
and 2 active secretaries according to the latest confirmation statement submitted on 23rd October 2018. 

BUY A REPORT ) ^ UPGRADE TO PREMIUM y 


Status 


ACTIVE 


Incorporated 22 October 2018 (3 Months Ago) 


People 


Mr Cristina Silva, Mr Cristina Silva & Mr Marcelo Goncalves 


Shareholders 1 shareholder 


Confirmation Next statement date 23 October 2019 due by 6 November 2019 
Last statement dated 23 October 2018 


Accounts 


Next accounts made up to 31 October 2019 due by 22 July 2020 
No previous accounts 


Classification 


https://suite.endole.co.uk/insight/company/11634005-sibyl-system-ltd 
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Activity 

Unreported 

SME Size 

Unreported 

VAT Number 

Unreported 

Contact 


Registered Address 2E Parkinson Road 

Liverpool 

Merseyside L9 1DL 

Country Origin 

United Kingdom 

Telephone 

Unreported 

Email Address 

Unreported 

Website 

Unreported 

Social 

Unreported 


UPDATE INFO 


VIEW PEOPLE & CONTACTS 


People 


Mr Cristina Silva active 

Portuguese • Director • Born in May 1970 

Mr Cristina Silva active 

Secretary 

Mr Marcelo Goncalves active 

Secretary 


VIEW PEOPLE & CONTACTS 
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No mutual companies found. 


Latest Activity 

Confirmation Statement Submitted 

1 Month 19 Dec 2018 

Mr Marcelo Goncalves Appointed 

1 Month 3 Dec 2018 

Company Incorporated 

3 Months 22 Oct 2018 

Mr Cristina Silva Appointed 

3 Months 22 Oct 2018 

Mr Cristina Silva Appointed 

3 Months 22 Oct 2018 

ADD TO WATCH LIST 


Financials 


Year Ended 

No records 

Total Assets 

No records 

Total Liabilities 

No records 

Net Assets 

No records 

Cash in Bank 
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Employees 

No records 

Turnover 

No records 

Debt Ratio (%) 

No records 


VIEW FINANCIALS 


Watch List 

Stay updated with Sibyl System Ltd 

Monitor changes to this company's activity with instant email notifications. 

ADD TO WATCH LIST j 



Credit Score and Limit 



Credit Score and Limit 

This information is available in our reports and to subscription users. 

VIEW INFORMATION 

V J 
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Shareholders 



Shareholders 

This information is available in our reports and to subscription users. 

VIEW INFORMATION 


Group Structure 


Group Structure 

This information is available in our reports and to subscription users. 

VIEW INFORMATION 

V___/ 
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Documents 


VIEW PDF 


VIEW PDF 


VIEW PDF 


VIEW DOCUMENTS 


Confirmation statement 

19 Dec 2018 • 5 Pages 

Appointment 

4 Dec 2018 • 2 Pages 

Incorporation 

22 Oct 2018*30 Pages 


https://suite.endole.co.uk/insight/company/11634005-sibyl-system-ltd 


6/6 


